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Not sure if you should get tested for #COVID-19? Take our self-screening questionnaire available in English 
and Spanish to find a testing location if you feel like you need to get tested. If you are not feeling well, 
contact your provider. 





Visit: https://covid1 9test.quacito.com/ 
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